Corner  West  Beverly  and  Washington  Streets 
Staunton,  Virginia 

Reverend  John   R.  Sawyer,  Pastor 
Saint  Paul's  Church  was  organized  in  1887  and 
moved  into  present  building  in  1905.  This  is  the 
second   building   occupied   by  the  congregation. 
The  present  membership  is  approximately  1,000. 
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